Dry pack;

Ory-packed mortar:

Ductility:

Exterior joints;

Filled slab cores:

Floor moment and rotation;

Floor panel;

Floor plank:

Grout:

To forcibly ram a moist Portland cement
aggregate mixture (mortar) into a confined
area; also, the mixture so placed.

A mortar mixture sufficiently dry to be con-
solidated by heavy ramming.

The measure of a structural component's
(element or joint) ability to sustain
inelastic deformations, i.e. the ratio of
the maximum deformation to the yield
deformation.

Horizontal joints connecting exterior wall
panels and floors.

Hollow cores of precast concrete planks
filled with fluid grout (extending about
3-1/2 in. (89 mm) into the cores).

Moment applied to simulate actual loading
conditions (less than calculated cracking

moment).

Horizontal precast concrete element, typi-
cally consisting of hollow core precast
concrete planks.

A horizontal  precast  concret  element,   typi-
cally extruded and reinforced with high-
strength  steel.    Also  known   as   hollow  core
or hollow-core slab.

Mixture of cementitious material and aggre-
gate to which sufficient water is added to
produce pouring consistency without segre-
gation of the constituents.
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